Message 


From: Ewart Burt [bewart@facil.umass.edu] 

Sent: 4/5/2012 1:53:46 PM 

To: 'Sally Ives' [sives@bio.umass.edu]; 'howe@geo.umass.edu 1 [howe@geo.umass.edu]; 'mweils@microbio.umass.edu' 

[mwells@rnicrobio.umass.edu]; Patti Cromack [pcromack@cns.umass.edu]; 'Alison' [abardwel@resgs.umass.edu]; 
'mlw@geo.umass.edu' [mlw@geo.umass.edu]; 'bio.ail@bio.umass.edu' [bio.all@bio.umass.edu]; Michael B. 
Friedman [mfriedman@oit.umass.edu]; Marta Pluta [mpluta@oit.urnass.edu]; 'Stephen J Burns' 
[sburns@geo.umass.edu]; Susan Denis [sdenis@cns.umass.edu]; 'Sandra L. Petersen' [spetersen@vasci.umass.edu]; 
'Mark Leckie' [mleckie@geo.umass.edu]; 'ahagernan@research.umass.edu' [ahageman@research.umass.edu]; 
Hanchett, James (DPH) [/0=C0 MM ON WEALTH OF MASSACHUSETTS/OU-MassMail- 
01/cn=Recipients/cn=James.Hanchett]; Kathleen Arcaro [karcaro@vasci.urnass.edu]; Kasie Auger 
(kmaugerl3@gmail.com) [kmaugerl3@gmail.com] 

CC: Pocsik Mark [mpocsik@facil.urnass.edu]; Nathhorst Richard P. [nathhorst@facii.umass.edu] 

Subject: Morrill I Construction Noise this Saturday at 7:00 AM 

All , 

Yesterday at mid-day the Vivarium contractors decided, unannounced, to jackhammer out a temporary 
concrete siab on the si ope to the south of Morrill I, which was loud, vibrating and caused diesel fumes 
to enter the bui1ding. Fortunately we were quickly made aware of the situation and stopped the work 1 ess 
than five minutes after it started. 

The contractors, having been reprimanded (yet again) for this rather reckless act, have now requested 
permission to remove the concrete slab this Saturday, starting at 7:00 AM. Instead of jackhammering the 
siab into pieces, they will cut the siab with concrete saws, then remove it by hand so as to minimize 
vibration. The si ope will then be backfi11ed and restored, without vibratory compaction. 

Cl ass schedules indicate that there are no cl asses scheduled on Saturday, and this appears to be a good 
day to get this work completed. Could you pi ease tel 1 me if there are any other activities that I should 
be aware of before granting permission? Should we put thi s off a week or two to al 1 ow ourselves to 
prepare? 

Thanks for your patience and feedback, 

Burt 

Burt Ewart 

Capital Project Manager 
University of Massachusetts 
Faci1ities Pianning Divisi on 
360 Campus Center Way 
Amherst, MA 01003-9248 

bewart@faci 1 .umass.edu 
Direct Extension: 

Mobi1e: 

Office Main: 

Fax: 


413 . 577 ^ 12 ^^^^^ 

413™ 

413.545.3684 


-Original Message- 

From: Ewart Burt 

Sent: Thursday, March 29, 2012 12:38 PM 

To: 'Sal 1y Ives'; 'howe@geo.umass.edu'; 'mwel1s@microbio.umass.edu'; Patti Cromack; 'Alison'; 
'mlw@geo.umass.edu'; 'bio.al1@bio.umass.edu'; Michael B. Friedman; Marta Piuta; 'Stephen J Burns'; Susan 
Denis; 'Sandra L. Petersen'; 'Mark Leckie'; 'ahageman@research.umass.edu'; Jim Hanchett 
(James.Hanchett@state.ma.us) 

Cc: Pocsik Mark; Greg DeMarsico; Dennis Sul 1ivan; 'John Fleming'; Bob Ouel1ette 
Subject: Morri11 I Fire Alarm Testing on Tuesday Morning 4/3/12 at 6:30 AM 

All , 

Last month the contractors ran a fire alarm test, which revealed that they had to make some changes. So 
unfortunately we wi11 be subjected to another short fi re alarm test next Tuesday, 4/3/12, from 6:30AM to 
7:30AM, when the bui 1 ding-wide alarms may be set off for brief periods. The contractors will endeavor to 
minimize this disruption, but codes require that the alarm system be fully heard and seen in action. 
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Provided that this test goes well, two additional tests will also be required, approximately two and four 
weeks fol1owing. We will schedule these in the early morning to minimize disruption to your operations. 

Thanks for your patience, 

Burt 

Burt Ewart 

Capital Project Manager 
University of Massachusetts 
Faci1ities Pianning Divisi on 
360 Campus Center Way 
Amherst, MA 01003-9248 

bewart@faci 1 .umass.edu 
Direct Extension: 

Mobi1e: 

Office Main: 

Fax: 


413.577 
413! 

413.545.3684 


-Original Message- 

From: Ewart Burt 

Sent: Monday, February 06, 2012 2:39 PM 

To: 'Sal 1y Ives'; 'howe@geo.umass.edu'; 'mwel1s@microbio.umass.edu'; Patti Cromack; 

'splouff@resgs.umass.edu'; 'Alison’; 'mlw@geo.umass.edu'; 'bio.all@bio.umass.edu'; Michael B. Friedman; 
Marta Piuta; 'Stephen J Burns'; Susan Denis; 'Sandra L. Petersen'; 'Mark Leckie'; 

'ahageman@research.umass.edu' 

Cc: Pocsik Mark 

Subject: RE: Morri11 I, Fire Alarm Testing on Wednesday Moring, 6:15 AM 
All , 

Believe it or not, the Morri11 I Vivari urn project is nearing completion, with inspections and training 
being scheduled. Of importance to the bui1ding's current occupants, a Fire Alarm and Sprinkler test is 
scheduled for Wednesday, 2/7/12 at 6:15 AM unti1 about 7:30. During that period, the bui1ding fi re al arm 
wi 11 be briefly activated a few times to determine that the new fire alarm and sprinkler systems 
instal1ed do, in fact, set off the bui1ding alarm system. Once that piece is determined, the rest of the 
tests should be done quietly. 

Thanks for your patience, 

Burt 


Burt Ewart 

Capital Project Manager 
University of Massachusetts 
Faci1ities Pianning Divisi on 
360 Campus Center Way 
Amherst, MA 01003-9248 

bewart@faci 1 .umass.edu 
Direct Extension: 

Mobi1e: 

Office Main: 

Fax: 


413. 577.0128 

413.545.1383 

413.545.3684 
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